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Automatic Power-Failure Light 



Turns on automatically during 
power outages 

Automatically shuts off when power 
is restored 

Rechargeable battery for portable use 

Bright fluorescent light 

Up to 7-hour operating time 1 
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Make your home or business a safer place 
to be during a blackout with the Panasonic 
SQT555 Automatic Power-Failure Light. Just 
plug it into an AC outlet and it will automati- 
cally turn on its bright fluorescent light in the 
event of a power outage. Once the electricity 
is restored, the unit will shut off automatically. 
The SQT555 can also be used as a portable 
lighting source, indoors or outdoors 2 , thanks 
to its rechargeable battery system and built-in 
carry handle. 




6-Watt Fluorescent Lamp 

While most flashlights can only provide spot 
lighting, the SQT555 Automatic Power-Failure 
Light's bright fluorescent lamp provides func- 
tional lighting. It's a great source of portable 
lighting for patios, camping and more 2 . 





Up to 7-Hour Operating Time 

The rechargeable battery provides up to 7 
hours of operating time when in LOW output 
mode and up to 3 hours of use in HIGH 
output mode. 



Rechargeable Battery System 

Simply plug the 
unit into the 
included AC adap- 
tor and then into 
an AC outlet to 
recharge it. A full 
charge is reached 
in a minimum of 
10 hours. 

Battery Over/Discharge 
Protection 

This feature prevents the battery from being 
overcharged or fully drained to help preserve 
the battery life. 

Built-in Carry Handle 

An ergonomically designed handle makes the 
SQT555 Automatic Power-Failure Light easy 
to carry. 



1 In LOW Output mode. Up to 3 hours in HIGH Output mode. 

2 This unit is not designed for use near water or in wet 
weather conditions. 



Wall Moun table 

The unit can be mounted to the wall so it 
can be easily accessed when needed. 


SPECIFICATIONS 




r 


Rated Voltage 


AC120V, 60Hz 


Lamp 


1 x FL6T5 (6W Fluorescent Lamp) 


Battery 


6V 4.2Ah Rechargeable Battery 

Replacement Battery: Panasonic LC-R064R2CH 


Operating Time 


Low output mode: up to 7 hours 
High output mode: up to 3 hours 


Charging Time 


10 hours minimum 


Other Functions 


LED charging indicator 

Overcharge and over-discharge protection 


Included Accessories 


AC adaptor 


Wall Mountable 


Yes 


Unit Dimensions (H x W x D in.) 


10.4x6.9x2.4 


Packaging Dimensions (H x W x D in.) 


12.5x3.7x8.2 


Master Carton Dimensions (H x W x D in.) 


13.1 x 16.9 x 11 .5 


Unit Weight (lbs.) 


2.9 


Packaging Weight (lbs.) 


3.7 


Master Carton Weight (lbs.) 


26.5 


Units per Master Carton 


6 


Product UPC 


0-92281-12136-9 


Master Carton UPC 


5-00-92281-12136-4 





Panasonic Consumer Electronics Company 

Division of Matsushita Electric Corporation of America 



HEADQUARTERS/EAST 

Panasonic Consumer Electronics Company 

Enterprise Sales Group, Lighting Department 

One Panasonic Way, 4A-4, Secaucus, NJ 07094 
Phone: (866) 292-7292 FAX: (800) 553-0384 



CENTRAL 

Panasonic Consumer Electronics Company 

Enterprise Sales Group, Lighting Department 

1707 N. Randall Road, 1C-6, Elgin, IL 60123-7847 
Phone: (847) 468-5852 FAX: (847) 468-5850 



www.panasonic.com/Hghting For customer service call: (866) 292-7292 



WEST 

Panasonic Consumer Electronics Company 

Enterprise Sates Group, Lighting Department 

6550 Katella Avenue, 16C-2, Cypress, CA 90630 
Phone: (714) 373-7164 FAX: (800) 842-1031 



HAWAII 

Panasonic Consumer Electronics Company 

Enterprise Sales Group, Lighting Department 

P.O. Box 774, Aiea, HI 96701 

Phone: (808) 488-7779 FAX: (808) 486-5949 



Design and specifications subject to change without notice. 



